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Before starting the program for the first time, please run the following files to install
the appropriate plug-ins or ActiveX controls.  These files are found on this CD:

If you are using Microsoft Internet Explorer:
	InstallSWFlash.exe	-		Macromedia Flash ActiveX Control
						  -located in the Shockwave Flash folder
	ar32e301.exe		-		Adobe Acrobat Reader for browsers
						  -located in the Acrobat Reader folder
	ocxinst.exe		-		Update to Adobe Acrobat Reader for
							Internet Explorer 4
						  -located in the Acrobat Reader folder

If you are using Netscape Navigator:
	Shockwave_Flash.exe	-		Macromedia Flash Plug-in
						  -located in the Shockwave Flash folder
	ar32e301.exe		-		Adobe Acrobat Reader for browsers
						  -located in the Acrobat Reader folder


Start the program by double clicking the file named "index.htm"

Note:	More information on Adobe Acrobat Reader can be found in the "readme.txt" file
located in the Acrobat Reader folder on this CD.

----------------------------------
Known incompatibilities
----------------------------------
This program may crash on machines running Microsoft Internet Explorer 3.02 and lower
if Shockwave Flash and Adobe Acrobat Reader are not installed first.  This can be
prevented by installing these two utilities which are located on this CD before
attempting to run the program for the first time.

When the program is run on Netscape Navigator Gold, the exit button in the program will
not allow the user to exit the program.  Users of Navigator Gold can exit the program by
clicking the Windows exit icon in the upper right hand corner of the window or by choosing
exit from the File pull down menu.

Opening 10 manual pages before closing the Acrobat Reader will cause an error stating that
too many files are currently open.  This is because of a default setting by Adobe.  The
solution is to click on the Acrobat Reader on the taskbar and closing it after viewing
less than 10 manual pages.  Clicking on the next manual page menu selection will relaunch
Acrobat Reader.

As of this printing, Adobe has released version 3.02 of the Acrobat Reader.  Attempting to
install Reader 3.02 without first uninstalling 3.01 will result in an error.  If you wish
to use 3.02, uninstall 3.01.  We recommend using the copy of 3.01 and the updates that
are located on this disk.